

.If', _vi.’4I| 


''• J.W. r,'«l-<' lAJrWiA -w 


W W*w'-*‘mV ' ■ '4» -''U4 . j 


^2/1/71 - NcClalland, in bis ofriod^ D6II4.— Af Just beTora opereilon 

at Presbyterian Hospital (aoroas hall from Perry) 

When I asked him about statement he remembered it well and began by 
saying "it was a total mistake on my part". Ve discussed this for a 
He said that "Ginger" Jenkins had called the spot to his at- 
tention. I pointed out that it was his function to answar^ not ask 
questions; that the asking was Specter's Job, and that when he had 
said there was a wound in the left temple. Specter should have set the 
record straight. I also pointed out that Specter had asked him if he 
had ssid o anything he would like to change and he had not changed this. 
He was without explanation of the question or his failure to change 
if a "total mistake". He than shifted to this positibn: "I don't know 

that it wasn't and I don't know that it was," from which I shifted to 
I presume it was a wrong assumption." He volunteered at some length 
about Gtarrison's men, describing Garrison as a psychopath, and seem 
proud that he had talked them out of calling him as a witness. When 
I asked him if he or anytone else had wiped the spot, presumably of 
blood, away, he said "No." And when I pointed out that in his later 
sworn testimony (6H24S) Jenklna had testified to the existence of this 
left-temple wound, he had no explanation. McC was quite bitter about 
Garrison and Lane, but he was without complaint about Specter and the 
Warren Commission, who built and preserved an Inaccurate record if 
this seeming retraction that is not a retrabtlon la to be credited. 

He seemed also to be unaware of tETs strange Jtixtaposltlon, in which 
he was not critical of thqse he in effect now says caused the error 
but is quite critical of those who quote the record accurately. 
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